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E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, CZ, GW, US 

SUBJECT: GERMAN TEST EQUIPMENT TO CZECHOSLOVAKIA - 
IL 1519. 

REF: A. COCOM DOC (75) 2223, B. OECD PARIS 33141 

1 . US VIEWS CONSIDERABLY OVERDUE REFCASE WHICH ORIGIN- 
ALLY SCHEDULED FOR COCOM DISCUSSIONS 1 1/18. GERMAN 

DEL RELUCTANTLY GRANTED ADDITIONAL TWO WEEK EXTENSION 
FOR US VIEWS TO 1/27. 

2. ACTION REQUESTED: US VIEWS, OR QUESTIONS FORMU- 
LATING US CONCERNS, BY 1/27. 
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